Beginning C++ Programming 


What is a Function? 


In the sample source code, the expression that computes a random integer in the range [min, max] is 
incorrect. 


Q 


random number = rand() % max + min; 
assumes that min will be one. 


The correct expression should be: 


random number = rand() % (max - min + 1) + min; 


Best regards, 
Frank Mitropoulos 
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